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UNITED STATES INTELLIGENCE BOARD 


SECURITY COMMITTEE 


MEMORANDUM FOR: Chairman, SIGINT Committee 
Chairman, COMOR Committee 
Chairman, GMAIC Committee 


SUBJECT . Review of the Procedures and Standards Within 
the Intelligence Community for the Control of 
Sanitization and Downgrading of Sensitive Intelli- 
gence 


1. In accordance with USIB-AM-63/25 of 10 May 1963, there is 
submitted for coordination prior to submission to the Board the proposed 
Security Committee report to the Board concerning the subject matter. 


2. It is requested that you submit your concurrence or comments 
to the attached to me as soon as practicable. 
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